CHRIST  CHURCH,  PROTESTANT  EPISCOPAL 
CAMBRIDGE,  MASS. 


Christ  Church,  Protestant  Episcopal,  built 
1761.  First  service  held  October  15,  1761  Oc- 
cupied as  Barracks  by  the  American  troops 
in  the  Summer  of  1775.  Divine  Service  held 
in  the  church  December  31,  1775,  Washington 
being  present. 
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